Covers With New Data for the U.S. Catalog 
Michael Padwee (#3636) 


Below are a few covers (most reproduced as cover strips) from my collection which should add data to or modify 


some data in the U. S. Catalog. The first two covers each have an A253 perfin, even though they have different 
corner cards. 


7? AMERIOAN STEEL EXPORT Co. 
8004 WOOLWORTH BLDG. 
| NEW YORK OITY 


"FOREIGN EXCHAT =, 
U.S. F. B: B. No. G 881, 


Messrs, Enrique Laroza & Company, 


Apartado de Correo 777, 


Lima, Peru. 


After 5 days, return to 
AUTOMOTIVE PRODUCTS CORPORATION, 
233 Broadway, j 
NEW YORK, N. Y. 


Messrs, Enrique Laroza & Company, 
Calle Muntes 156, 


Lima, Peru, 
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The address for each company, however, is the 
Woolworth Building in New York City, and both 
covers are addressed to the same company in Lima, 
Peru. Why were two companies, located in the same 
building, using the same perfin? Are they connected 
in some way? In addition, the latest date-of-use for 


1F NOT DELIVERED IN 5 DAYS 
RETURN TO 


PETER HENDERSON & Co. 
SEEDSMEN 
35-37 CORTLANDT ST. 
NEW YORK, 


THE STANDARD GAS LIGHT CO. 
Nos, 32-38 WEST 125TH STREET GUNES 


+ A 


NEW YORK, N. Y. x 


RETURN IN FIVE DAYS 


ALBANY -NY 


Perfin T96 is shown with a new city of usage (Philadelphia). 


RETURN IN FIVE DAYS TO 


TRUSTEES SYSTEM SERVICE 


Q 
=/ 


247 S. 15th Street E APRZS—O 
\ETPM 


PHILADELPHIA, PA. 


52% 





A253 is extended to February 1919 based on the 
lower cover. 


Perfins P102, S129 and W211 are shown with new, 
later dates of use than is shown in the catalog. The 
new later dates are March 1920 (P102), June 1925 
(S129), and March 1916 (W211). 
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Perfin W80 also showing a new city of use (Boston). 


AFTER FIVE DAYS RETURN TO 
WESTINGHOUSE ELECTRIC & MANUF. ae 
201 DEVONSHIRE STREET,,BOST@S 

DMa A 


ÈN A a N 





Finally, Perfin 048, used by the Oakland Motor Co. in Pontiac, MI. Why was the Pontiac Motor Co. 
of Pontiac, MI, is shown on a 1935 cover strip using #048? Was the Oakland Motor Co. a 
(width also reduced) sent by the Pontiac Motor Co. subsidiary of Pontiac? 


RETURN IN FIVE DAYS TO 


PONTIAC MOTOR COMPANY 
PONTIAC, MICH, 
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